Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Mersey Bridge 
Bulk Carrier - 71,600 d.w.t. 
(ex Cambridgshire) 


Summer 1976 


(10/09/1976) 


Captain Waldie J.W 
Chief Eng Officer Baker | 





Keenan D.A 2nd Eng Officer Byrne P 
Gibson H.N 3rd Eng Officer Taylor R.B 
Jeffrey R.C 4th Eng Officer Keenan K.M 
Burslem D.L 5th Eng Officer Irvine J 
McLaughlin T.F Cadet Act Jnr Eng Officer Oulton A 
Janes J.H Electrical Officer Kelly R.W 
Oates J.W 
C.P.0 Mukherjee K.R 
Carpenter Pestell B 
Pumpman Biswas D.K 
Cook BuxA 
Storekeeper Chakraborty A.K 
Winter 1976 
(23/02/1977) 
Captain Saunders P 
Chief Eng Officer Willoughby R.S 
Blacker K.G 2nd Eng Officer Palmer W 
Leonard C 3rd Eng Officer Inman J.R 
Christopherson P 4th Eng Officer Barklie M.M 
Hosick L.G 5th Eng Officer Stephenson M 
Faulkner B Jnr Eng Officer Seddon A.J 
Head J.J Electrical Officer Pearton K.J 
Walker R.S 
C.P.0 Chakraborty G 
Carpenter Hughes (ch) P 
Pumpman Gupta R 
Cook Ahmed S.A 
Storekeeper Saha M 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1977 


(13/10/1977) 


Brown D.M 
Francis C.D 
Hooper T.L 
Hook J.P 
Hughes S.P.M 
Wade C 
McGrath E.J 
C.P.O 
Carpenter 
Pumpman 
Cook 


Storekeeper 


Captain Grey E.H 
Chief Eng Officer Wheeler D 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

Cadet Act Jnr Eng Officer 
Electrical Officer 


Chakraborty G 
Blease T.V 
Gupta R 
Ahmed S.A 
Saha M 





Bauchop L.D 
O'Donnell T.P 
Wild R.H 
Marker O.G 
Kerbyson A.J 
Errington C 


